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Message Text 


UNCLASSIFIED 

PAGE 01 LUSAKA 00794 041508 Z 
46 

ACTION AID-20 

INFO OCT-01 AF-05 ADP-00 ST-01 RSR-01 RSC-01 /029 W 

107014 

P 041425 Z MAY 73 
FM AMEMBASSY LUSAKA 
TO AMEMBASSY LAGOS PRIORITY 
INFO SECSTATE WASHDC 8827 
AMEMBASSY ACCRA 

UNCLAS LUSAKA 0794 

E. O. 11652: N/A 
TAGS: EAID, SPOP, ZA 

SUBJECT: TRANSFORMERS FOR MCH/ FP HEALTH KITS 

LAGOS FOR WACASC 

ACCRA FOR RPO 

AID/ W FOR PHA/ POP/ AFR 

REF: (A) ACCRA 2375 ( B) ACCRA 2683 

1. EMB DELIGHTED RECEIVE 25 MCH/ FP KITS. 

2. SUBJECT TRANSFORMERS UNAVAILABLE HERE AND LIKELY REMAIN 
SO INDEFINITELY. POST THEREFORE DESIRES ORDER 25 ( TWENTY- FIVE) 
ONE THOUSAND- WATT TRANSFORMERS AND 50 ( FIFTY) FIFTEEN 
HUNDRED- WATT UNITS ( PER REF A) TO BE SHIPPED TO EMBASSY 
LUSAKA VIA LOBITO. 

3. ESTIMATED SHIPPING CHARGES ( PER REF A) BASED ON TOTAL 
VALUE 2.735 DOLLARS AND ESTIMATED NET WEIGHT 1,000 LBS 
ARE 62 DOLLARS 40 CENTS LOBITO- LUSAKA. NO INFORMATION 
AVAILABLE LAGOS- LOBITO RATE. 

4. CHARGE APPROP NO. 72-1131007 ; ALLOTMENT NO. 

307-31 2-698-00-44-31 ; PROJECT NO. 932-1 1 580-166-71, 

PER REF A. 

NELSON 

UNCLASSIFIED 

NMAFVVZCZ 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LUSAKA00794 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: LUSAKA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730536/aaaahvpa.tel 

Line Count: 55 
Locator: TEXT ON-LINE 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-0ct-2001 by kuehnbc0>; APPROVED <13 FEB 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 971205 

Subject: TRANSFORMERS FOR MCH/ FP HEALTH KITS 

TAGS: EAID, ZA, SPOP 

To: ACCRA 

AID 

LAGOS 

SECSTATE WASHDC 
Type: TE 
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